STEDI Type-X EVO 8.5" Driving 
Lights : Trailblazing Off- 


STEDI Type-X™ EVO 8.5 Inch 
LED Driving Lights (Pair Flood) 


Good lighting is a must for successful off-road adventures. The STEDI 
Type-X™ EVO 8.5 Inch LED Driving Lights stand out as a premier 
choice for enthusiasts who demand unparalleled performance and 
durability. With cutting-edge technology and robust construction, these 
auxiliary lights are tailored to deliver exceptional visibility and reliability 
in the most challenging environments. Let’s delve into the features that 
make these driving lights a must-have for your vehicle. 


Unmatched Luminosity 


The STEDI Type-X™ EVO LED driving lights are equipped with 44 CREE 
XP LEDs 

in each unit, delivering an impressive RAW lumens output of 
18,920 per light. Even under real-world conditions, these fog lights 
maintain a formidable tested lumens output of 11,920, ensuring 
optimal visibility in low-light and nighttime conditions. 


This level of brightness cuts through darkness, illuminating obstacles and 
terrain far ahead, making it a game-changer for off-road enthusiasts. 
Whether you're navigating winding trails or open plains, the Type-X™ EVO 
ensures younevermissadetail 


Efficient Beam Pattern 
One of the highlights of these lights is their dual-purpose beam pattern: 


50° Spread Beam: Perfect for illuminating a broad area, ideal for 
close-range visibility and ensuring no detail escapes your attention. 
5.8° Pencil Beam: Designed for long-range illumination, this 

focused beam helps identify distant objects with pinpoint accuracy. 


This combination offers a balanced blend of spread and distance, 
catering to various driving scenarios, from tight trails to open highways. 


Optimized Power and Compatibility 


The Type-X™ EVO fog lights feature a power draw of 150W per unit 
with an AMP draw of 12.5A at 13.2V, ensuring high performance 
without compromising your vehicle's electrical system. Additionally, these 
lights are compatible with both 12V and 24V setups, making them 
Suitable for a wide range of vehicles, from SUVs and trucks to off-road 
buggies and heavy-duty equipment. 


Superior Durability and Build 


Engineered for rugged use, the STEDI Type-X™ EVO auxiliary lights boast 
an IP68 ingress protection rating, ensuring they remain unaffected by 
dust, dirt, or water. This makes them highly reliable in extreme weather 
conditions, from torrential rain to dusty trails. The lights also feature an 
operational temperature range of -40°C to 

60°C, making them suitable for diverse environments, whether 

you’re braving freezing winters or scorching deserts. 


Each unit weighs 3.3 kg, reflecting their solid construction and 
durability. Despite their robust build, they are designed for easy 


installation and seamless integration with your vehicle. 


Perfect Color Temperature for Clarity 


The 5000K color temperature of these lights strikes a balance 
between natural daylight and high visibility. This neutral white light 
reduces eye strain during long 


drives, while enhancing contrast and detail in the terrain, making it 
easier to identify obstacles and navigate challenging routes, making this 
offroad light a fantastic one. 


Long-Lasting Warranty 


This extended coverage reflects their commitment to quality and 
customer satisfaction, giving you peace of mind when investing in 
these high-performance lights. 


Why Choose the STEDI Type-X™ EVO? 


1. Unparalleled Brightness: The impressive lumen output 
ensures you can tackle any adventure with confidence. 

2. Versatile Beam Patterns: A perfect blend of spread and pencil 
beams offers unmatched flexibility in lighting. 

3. Durability You Can Trust: With an IP68 rating and high-quality 
construction, these lights are built to last. 

4. Universal Compatibility: Suitable for a range of vehicles, thanks 
to their 12V and 24V compatibility. 

5. Natural Light Output: The 5000K color temperature provides 
optimal clarity without harshness. 


Applications Beyond Off-Roading 


While the STEDI Type-X™ EVO fog light is a favorite among off-road 
enthusiasts, its uses extend beyond recreational driving. These lights are 
ideal for: 


Commercial vehicles: Enhancing safety and visibility during 
nighttime operations. 

Emergency response vehicles: Offering reliable lighting 

in critical situations. 

Rural and remote travel: Ensuring clear visibility in areas with 
limited or no street lighting. 


Final 
Thoughts 


The STEDI Type-X™ EVO 8.5 Inch LED fog lights are more than just a 
lighting solution—they’re a companion for every adventure. Their 
powerful performance, rugged durability, and thoughtful design make 
them a standout choice for those who refuse to compromise on quality. 


Whether you're an off-road enthusiast, a professional driver, or simply 
someone who values superior visibility, these offroad lights are worth 
every penny. Elevate your nighttime driving experience and explore the 
unexplored with confidence, thanks to the STEDI Type-X™ EVO. 


